Message 


From: 

Sent: 

To: 


CC: 

Subject: 

Attachments: 


Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 
01/CN=RECiPlENTS/CN=KATE.CORBETT] 

8/23/2012 12:54:15 PM 

Gagnon, Kenneth (POL) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=EXCHANGE ADMINISTRATIVE GROUP 
(FYDIBOHF23SPDLT)/CN=RECIPIENTS/CN=Kenneth.gagnon090]; Salemi, Charles (DPH) [/0=C0MM0NWEALTH OF 
MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Charles.Salemi] 

Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 
Data for B10-14541R & B10-14542R _ 


Attached is the original data fori 


as well as the new data fori 

■Nnd 


along with all 6 pbs fror 


analyzed the remaining pbs yesterday afternoon (the unopened 2 pb from^^^^H 

11 did not get any +spots or crystals. 1 ran all the vials on the GC/MS on the screen method, with a cocaine 
standard. They are all negative. 


Kate Corbett 
Chemist 11 
Drug Analysis Lab 
305 South St. 

Jamaica Plain, MA 02130 
phone (617) 983-6632 
fax (617) 983-6625 


Corbett email PRR 002810 









